THE  FIRST  CHURCH  OF  CHRIST,  SCIENTIST 

"Mother  Church  of  Christian  Science" 
Boston,  Mass. 
The  smaller  edifice  with  the  tower  to  the  left  is  the 
original  Church  of  which  the  imposing  building  with 
its  majestic  dome  is  an  extension.  Erected  to  the 
memory  of  Mary  Baker  Eddy,  discoverer  and  founder 
of  Christian  Science,  it  was  dedicated  in  June  1906. 


V* 

r 


P3307 

Place 


jr 

Mere 


Post  Card 


ADDRESS 


